Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

Sent: 6/16/2011 12:39:30 PM 

To: Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Julianne. Nassif] 

Subject: 5973 GC/MS 

Hi Julie, 

Peter and I installed GC/MS yesterday. Everything seems to work OK, just a few minor bugs. Now that our 2 main 
GC/MS's are on latest software I would like to tie them into our server, to back up data and store results as PDF file. 
Should I go through IT? 

I spoke with Steven Lobek (UMass Engineer in charge of renovating offices) yesterday. He has been in contact 
with Grace Connolly and he will finish the few tasks remaining. He thinks it best if Grace contacts first Tom Shaw 
(Associate Director Design and Construction) first then Jim Cahill (Director of Facilities and Campus Planning) about the 
hood in N236. There seems to be a reluctance to get job done at the level I deal with. 

Thanks, 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fa x 413-545-2608 
CellH^HI 
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